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Message Text 

CONFIDENTIAL 

PAGE 01 ATHENS 07846 111101Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 NEA-10 ISO-OO /028 W 

077839 111208Z/43 

R 110953Z SEP 78 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 7597 
INFO UNINT BAGHDAD 453 
AMEMBASSY AMMAN 

CONFIDENTIAL ATHENS 7846 

DEPT FOR A/SY/OPS/T: BAGHDAD FOR PRIN. OFFICER, AMMAN FOR RSO 

E.O. 11652: GDS 
TAGS: ASEC 
SUBJECT: BELT SYSTEM 

1 . A BELT SYSTEM WAS INSTALLED IN USINT BAGHDAD AUG 29 THRU 
SEPT 7 AND CHECKED OUT FOR OPERATIONABILITY. 

2. THE FOLLOWING ITEMS ARE MISSING FROM THE SYSTEM AND SHOULD 
BE SENT ASAP TO USINT BAGHDAD: 

A. SPECIAL PRERECORED COMPOSITE VOICE 8 TRACK CARTRIDGE 

B. AC REMOTE CONTROL SWITCH 

C. LIGHTED PUSH BUTTON ASSEMBLY SWITCH 

D. SCHEMATIC FOR AKAI CR-80S/N 60915-0019 CARTRIDGE STEREO 
TAPE DECK. 

3. THE 50/60 HZ SWITCH ON THE TAPE DECK DOES NOT OPERATE. 

SCHEMATIC IN BELT SYSTEM MANUAL PERTAINS TO A DIFFERENT MODEL 
AKAI DECK WITH DIFFERENT ELECTRONICS. 

4. BELT SYSTEM IS PRESENTLY OPERATING USING A COMMERCIALLY 
PRODUCED 8 TRACK TAPE RUNNING AT SLOWER THAN NORMAL SPEED. 
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